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positive elements of charge on A are now joined up to negative
elements of charge on B, and positive elements on B are joined up
to negative elements on the table.

If A and B are connected by an insulated conductor, most of
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the tubes from A to B will move sideways into that conductor and
disappear.    Others of the tubes from A to the table will move
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inwards, and the upper parts will melt away in the connecting
piece, so that their positive ends will lie on B5 and we shall have
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more positive charge on B connected with the table, as in Fig. 46.
If A is removed to a distance we shall have something like Fig. 47..it tube is unity.
